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CENTRAL INTELLIGENCE AGENCY 


MEMORANDUM FOR : The Executive Secretary 

National Security Council 

SUBJECT : Report on the Status of the Foreign 

Intelligence Program as of 30 June 1959 


1. The attached report has been prepared pursuant to 
Presidential directive as forwarded to the Director of Central 
Intelligence through your memorandum of 6 July 1959. A Special 
Annex on COMINT and ELINT matters is being transmitted through 
separate channels. 

2. The United States Intelligence Board on 26 August 1959 
concurred in this report and in the Special Annex. 


25X1 A 

C. P. CABELL 
General, USAF 
Acting Director 



NSC 5912, Part VI 


Approved For Releasi 


/( 


!=RDP79R00961A000400090004-1 



